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It seems strange that these numerous advocates for the use of hot air, in ordinary boiler-furnaces, have given no information as to the degree of heat which they would give to the air, nor the means by which this heat would be imparted to it. They have made no experiment to test either: neither have they given any grounds for supposing that the air, when heated, would be more effective.
